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Trademarks 


Trademark names are used throughout this 
document. In most cases, these designations are 
claimed as trademarks or registered trademarks in 
one or more countries by their respective owners. 
Rather than placing a trademark symbol in every 
occurrence of a trademark name, Bosch Security 
Systems, Inc. uses the names only in an editorial 
fashion and to the benefit of the trademark owner with 
no intention of infringing the trademark. 


e Microsoft, Windows 2000, XP, Server 2003, Vista, 
Windows 7, and .NET are either registered 
trademarks or trademarks of Microsoft 
Corporation in the United States and/or other 
countries. 


e InstallShield is a registered trademark and service 
mark of InstallShield Software Corporation in the 
United and/or other countries. 


e Lantronix is a registered trademark of Lantronix 
Corporation, registered in the U.S. and other 
countries. 


e CoBox, Device Server, and Xport are trademarks 
of Lantronix Corporation. 


1.0 Introduction 


The C900V2, DX4020, D9133TTL-E, and the 
C9OOTTL-E are Network Interface Modules (NIMs) 
that either convert or intercept digital data into 
network data with the use of a network interface 
module by Lantronix Inc. The D6680, D6682, and 
D6100i Network Adapters are also devices produced 
by Lantronix Inc. As new features are added to these 
modules, the firmware might need updating. To 
update these modules, use the Devicelnstaller 
software. 


A 


Pay attention to which hardware revision 
you are attempting to upgrade. Each 
revision of hardware requires specific 
software. 


If the wrong software is loaded, it causes 
an inoperable unit that must be sent back 
to Bosch Security Systems, Inc. for 
repair. 


This application is used only to upgrade 
firmware files to the network interface 
modules. 


D 


All other functions of this application 
are not supported by Bosch Security 
Systems, Inc. 


2.0 Devicelnstaller Overview 


2.1 Device Compatibility 

This utility upgrades the following Conettix products: 
e C900TTL-E Dialer Capture Module 

e C900V2 Dialer Capture Ethernet Module 

e D6100i Communications Receiver/Gateway 

e D6680 Ethernet Network Adapter 

e D6682 Ethernet Network Adapter 

e D9133TTL-E Serial Interface Module 

e DX4020 Network Interface Module 

2.2 Requirements 


The following software is required to use the 
Devicelnstaller application: 


e Supported operating systems: 


- Microsoft Windows 2000 with Service Pack 2 
or later 


- Microsoft Windows Server 2003 
- Microsoft Windows XP 
- Microsoft Windows Vista 
- Microsoft Windows 7 
e Microsoft Internet Explorer 5 or later 
e Microsoft NET Framework 2.0 
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3.0 Install the Software 


Insert the D6200 CD-ROM into your CD-ROM drive. 
The D6200 CD-ROM directory should automatically 
open. 


If the CD-ROM directory does not automatically open: 
1. Select Start>Run... 


2. Atthe prompt, type X: 
(“X” = the drive letter assigned to your CD-ROM 
drive). 

3. Click OK. 
The CD-ROM directory opens. 


Microsoft NET Framework 2.0 is not 
required for the Windows Vista operating 
systems. 


If you are using the Windows Vista 
operating system, or if Microsoft .NET 
Framework 2.0 is already installed, go to 
Section 3.2 Install Devicelnstaller, 

page 5. 


3.1 Install Microsoft NET Framework 
2.0 


1. From the CD-ROM directory, select Network 
Interface Modules and Software Device 
Installer. 


2. Double-click the dotnetfx.exe file. 
After the installation files are extracted, the .NET 
Framework 2.0 Setup Welcome window opens. 


Figure 2: .NET End-User License Window 


18 Microsoft .NET Framework 2.0 Setup Ele 


End-User License Agreement 


End-User License Agreement 


MICROSOFT SOFTWARE SUPPLEMENTAL LICENSE TERMS 
MICROSOFT .NET FRAMEWORK 2,0 


Microsoft Corporation (or based on where you live, one of its affiliates) licenses this 
supplement to you. If you are licensed to use Microsoft Windows operating system 
software (the "software”), you may use this supplement. You may not use it if you do 
not have a license For the software. You may use a copy of this supplement with each 
validly licensed copy of the software. 

v 


By clicking "I accept the terms of the License Agreement" and proceeding to use the 


product, I indicate that I have read, understood, and agreed to the terms of the End-User 
License Agreement. 


I accept the terms of the License Agreement 


4. Select I accept the terms of the License 


Agreement, then click Next. 
The .NET Installing Components window shows 
the installation progress. 


Figure 3: .NET Installing Components Window 


Figure 1: NET Setup Welcome Window 


(8 Microsoft .NET Framework 2.0 Setup lala 


Welcome to Microsoft .NET Framework 2.0 
Setup 


This wizard will guide you through the installation process. 


8 Microsoft .NET Framework 2.0 Setup le 


Installing components 


The items you selected are being installed. 


Installation Progress: 


Updating component registration 


DD_CA_Patchinstall_X86,3643236F_FC70_11D3_4536_0090278418B8 


Cancel 


3. Click Next. 


The End-User License Agreement window opens. 
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5. When the Setup Complete window opens, click 
Finish. 


Figure 4: .NET Setup Complete Window 


15) Microsoft .NET Framework 2.0 Setup 


3. Click Next to save the installation files in the 
default location. 
The Setup Wizard Welcome window opens. 


Figure 6: Setup Wizard Welcome Window 


Setup Complete 


Microsoft .NET Framework 2.0 has been successfully installed. 


It is highly recommended that you download and install the latest service packs and 
security updates For this product. 


For more information, visit the Following Web site: 


i Lantronix Devicelnstaller 4.2.0.0 


Welcome to the Lantronix Devicelnstaller 4.2.0.0 
Setup Wizard 


The installer will guide you through the steps required to install Lantronix Devicelnstaller 4.2.0.0 on 
your computer. 


WARNING: This computer program is protected by copyright law and international treaties. 
Unauthorized duplication or distribution of this program, or any portion of it, may result in severe civil 
or criminal penalties, and will be prosecuted to the maximum extent possible under the law. 


Cancel 


.NET Framework 2.0 is successfully installed. 
3.2 Install Devicelnstaller 


1. From the CD-ROM directory, select Network 
Interface Modules and Software—Device 
Installer. 


2. Double-click the Di32DL_x.x.x.x_Web.exe file. 
The Location to Save Files window opens. 


4. Click Next. 
The Select Installation Folder window opens. 


Figure 7: Select Installation Folder Window 


Figure 5: Location to Save Files Window 


Æ Devicelnstaller 4.2 - InstallShield Wizard 
Location to Save Files 


Where would you like to save your files? 


Please enter the folder where you want these files saved. If the folder does not 
exist, it will be created for you, To continue, click Next. 


Save Files in Folder: 


C:\Program Files\Lantronix\DeviceInstaller4.2\Install 


Change... 


i Lantronix Devicelnstaller 4.2.0.0 


Select Installation Folder 


The installer will install Lantronix Devicelnstaller 4.2.0.0 to the following folder. 


To install in this folder, click "Next". To install to a different folder, enter it below or click "Browse". 


Folder: 


C:\Program Files\Lantronix\Devicelnstaller4.2 
Disk Cost... 


Cancel < Back J 
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5. Click Next to install Devicelnstaller in the default 
folder. 
The Confirm Installation window opens. 


Figure 8: Confirm Installation Window 


i Lantronix Devicelnstaller 4.2.0.0 


Confirm Installation 


The installer is ready to install Lantronix Devicelnstaller 4.2.0.0 on your computer. 


Click "Next" to start the installation. 


Cancel < Back 


6. Click Next. 
When the installation is completed, the 
Installation Complete window opens. 


Figure 9: Installation Complete Window 


i Lantronix Devicelnstaller 4.2.0.0 


Installation Complete 


Lantronix Devicelnstaller 4.2.0.0 has been successfully installed. 


Click "Close" to exit. 


Please use Windows Update to check for any critical updates to the NET Framework. 


7. Click Close to exit from the Setup Wizard. 
Devicelnstaller is successfully installed. 


4.0 Upgrade Device Firmware 


4.1 Upgrading XPort-03/04 to v5.x.x.x 
Devices 


1. Tostartthe Devicelnstaller application, select 
Start Al Programs Lantronix> 
Devicelnstaller 4.2>Devicelnstaller. 

When startup is complete, the Devicelnstaller 
application queries the network for all installed 
Lantronix devices. 


2. Select the device to upgrade from either the tree 
pane on the left side of the application (expand 
the node and select the device with the IP 
address), or the device pane on the right side. 
The Upgrade button appears in the toolbar when 
a device is selected. 


Figure 10: Devicelnstaller User Interface 


LEE 
= É Local Aves Connection (10.2 
Wor 


1- Tree pane 
2- Device pane 
3- Upgrade button 


3. Click the Upgrade button. 
The Upgrade Wizard starts. 


Figure 11: Select LXI File 


The sand helps instal breng. applications wed pagas, and other configueston stinge 


© Creste a custom Folgen by pech read Mes [Typical] 


Use a specie rataliator We [L9] [perni saved by user) 


4. Click Use a specific installation file (LXI), then 
click Browse. 
The Select Installation File window opens. 
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Figure 12: Select Installation File 


Select Installation File 


Look in: `G AM 


[¿)o6680_(Cobox-E2).bi 
D6680 _(Cobox-FL-01).Ixi 
My Recent [3ÉJD6682_(UDS2100).bxi 
Documents g)px4020-c900Vv2_{xPort-01).bxi 
(4 Dx4020-C900V2_v5.x.x.x-to-v6. 1.8,3_(XPort-03). Ixi 
s@0x4020-c900V2_v6.x.x.x-to-v6,1.8.3_(XPort-03). bei 


Desktop 


My Documents 


My Computer 


File name: 


My Network Files of type: Lantronix Installer files (*Ixi) 


5. Navigate to the D6200 CD-ROM, then to 
Network Interface Modules 
Software>Firmware Installation Files (LXI). 


6. Selectthe DX4020-C900V2_v5.x.x.x-to-v6- 
Boot_(XPort-03).Ixi file. 
Click Open. 
The Upgrade Wizard continues. When the boot 
code is installed, a confirmation message 
appears. 


Figure 14: XPort LEDs (DX4020 example) 


1- Link LED 
2- Activity LED 


7. An error message appears on the Devicelnstaller 
user interface. Click OK to continue. 


8. On the Devicelnstaller user interface, click the 
Search button to refresh both panes. 
At first, the device shows as an XPort-03/04 v2 
device in the tree pane until the search function is 
completed. The device then updates to an XPort- 
03/04 v6 device. 


9. Click the Upgrade button. 
The Upgrade Wizard starts. 


Figure 15: Select LXI File 


Figure 13: Boot Code Installation Success 


he imita, complnted succmehlly D Clem to e 


Thee sound helps intal brun. sppbcations wed pagas, and other confpeston stinge 


© Create e custom inatalation by speciying dividual Mes [Typical] 


O Use @ peche rlaloticn e dl Ipeermuily saved by use} 


At this point in the upgrade procedure, 
the device is not yet upgraded from 
v5.x.x.x firmware to v6.x.x.x. Only the 
boot code is loaded. 


On the XPort-03/04 device, check the 
status LEDs on the XPort. Both LEDs 
should be flashing simultaneously to 
indicate that the upgrade is in progress, 
but the device is not ready for normal 
operation. Refer to Figure 14 for the 
location of the XPort LEDs. 


10. Click Use a specific installation file (LXI), then 
click Browse. 
The Select Installation File window opens. 
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Figure 16: Select Installation File 


Select Installation File 


Look in: l [ie J Firmware 


d |s@D6680_(Cobox-E2).lxi 

(g D6680 _(Cobox-FL-01).Ixi 

|s@6682_(UD52100).bxi 
|s)ox4020-cs00v2_(xPort-01).bxi 

- (3£)0x4020-C900v2_v5.x,x.x-to-v6,1,8,3_(XPort-03).Lxi 
L (2£JDx4020-C9Dov2_v6.x.x.x-to-v6.1,8.3_(XPort-03).bá 


My Recent 
Documents 
Desktop 


My Documents 


My Computer 


File name: 


My Network Files of type: Lantronix Installer files (*Ixi) 


11. Navigate to the D6200 CD-ROM, then to 
Network Interface Modules 
Software>Firmware Installation Files (LXI). 


12. Select the DX4020-C900V2_v6.x.x.x-to- 
v6.1.8.3_(XPort-03).Ixi file. 


13. Click Open. 
The Upgrade Wizard continues. 


14. Click Next to install the files. 
The update starts. A confirmation message 
appears indicating whether or not the update was 
successful. If the update attempt fails, the wrong 
installation file was selected for the device. 


2. Select the device to upgrade from either the tree 
pane on the left side of the application (expand 
the node and select the device with the IP 
address), or the device pane on the right side. 
The Upgrade button appears in the toolbar when 
a device is selected. 


Figure 18: Devicelnstaller User Interface 


1- Tree pane 
2- Device pane 
3- Upgrade button 


3. Click the Upgrade button. 
The Upgrade Wizard starts. 


Figure 19: Select LXI File 


Figure 17: Upgrade Success 


The instalation completed succeahllp Di Choon to mit 


fee wand helps istal Fireman, aparición, wad pagas, and other Comfia ati rege 


© Creste a custom inataliation by spectying návida Mes [Typical] 


O Use aspecto alada Ne [L] [perni saved by user 


4.2 Upgrading Devices Other Than 
XPort-03/04 v5.x.x.x 


1. To start the Devicelnstaller application, select 
Start>All Programs> Lantronix> 
Devicelnstaller 4.2>Devicelnstaller. 

When startup is complete, the Devicelnstaller 
application queries the network for all installed 
Lantronix devices. 


4. Click Use a specific installation file (LXI), then 
click Browse. 
The Select Installation File window opens. 
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7. Click Next to install the files. 
The update starts. A confirmation message 
appears indicating whether or not the update was 
successful. If the update attempt fails, the wrong 
installation file was selected for the device. 


Figure 20: Select Installation File 


Select Installation File 


Look in: | E li, 


a ‘s@Ds680_(Cobox-£2) Ju 


¿£)D6680_(Cobox-FL-01).bá 
MyRecent [3ÉJD6S82_(UDS2100).bá Figure 21: Upgrade Success 
Documents ¡2É)Dx4020-C900v2_(XPort-01).bxi 

16) Dx4020-C900v2_v5.x,x.x-to-v6.1,8,3_(XPort-03).bxi 
[1£)Dx4020-C900v2_v6.x.x.x-to-v6,1,8,3_(XPort-03).bi 


Desktop 


My Documents 


My Computer 


File name: 


My Network Files of type: Lantronix Installer files (*.lxi) 


5. Navigate to the D6200 CD-ROM, then to 
Network Interface Modules 
Software>Firmware Installation Files (LXI). 


6. Select the appropriate LXI file for the device. 
Refer to Table 1 and Table 2 on page 10. 
Click Open. 

The Upgrade Wizard continues. 
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Table 1: 


Proper Software Version to Use Based on Hardware Revision 


UDS Family XPort Family 
Device Hardware Revision 1 Hardware Revision 2 | XPort-01 XPort-03/04 
(CBXM-ERAD) (CM-E2-RAD) 
D9133TTL-E | cbx5884.rom Itx5884.rom N/A N/A 
D9133- D9133- 
C900TTL_(CBXM- C900TTL_(CM-E2- 
ERAD).lxi RAD).Ix 
C900TTL-E cbx5884.rom Itx5884.rom N/A N/A 
D9133- D9133- 
C9O00TTL_(CBXM- C900TTL_(CM-E2- 
ERAD).lxi RAD).Ixi 
DX4020 N/A N/A xpt_5883.rom Xpt03_6183.rom 
DX4020- DX4020-C900V2_v6.x.x.x-to- 
C900V2_(XPort-01).Ixi | v6.1.8.3_(XPort-03).1xi 
C900V2 N/A N/A xpt_5883.rom Xpt03_6183.rom 
DX4020- DX4020-C900V2_v6.x.x.x-to- 
C900V2_(XPort-01).Ixi | v6.1.8.3_(XPort-03).1xi 
D6100i N/A N/A N/A Xpt03_6183.rom 
Table 2: Proper Software Version to Use Based on CoBox Hardware Revision 
UDS Family 
Device CoBox Hardware Revision 1 | CoBox Hardware Revision 2 D6682 Ethernet Network Adapter 
(COBOX-EXT-ENET) (COBOX-FL-01) (UDS2100) 
D6680 cbx5884.rom Itx5884.rom N/A 
D6680_(Cobox-E2).1xi D6680_(Cobox-FL-01).Ixi 
D6682 N/A N/A D6682_(UDS2100).Ixi 


Li] 


You can identify which XPort module you have by looking at the last two digits of the modules 
label. 


For example, on an XPort-01 label: 


—J xP1002000@) 
Patent Pending ` 


el 


You can identify the Conettix product's hardware version by looking at the label on the side of the 
product: 


Hunt! 


[CM-E2-RAD'! 
Oe HE ap -OF 
Rev: A14 

Made in CHINA 


vU 
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e . 4. To remove the program, click the Change or 
5.0 Uninstall Devicelnstaller Remove Programs button. 
A confirmation window appears prompting you to 


1. Select Start+Settings—Control Panel. : > 
confirm the program's removal. 


The Control Panel window opens. 


Figure 24: Add or Remove Confirmation 
Figure 22: Control Panel Window 


Add or Remove Programs 


E- Control Panel 


File Edit View Favorites Tools Help EJ A j &re you sure you want to remove Lantronix DeviceInstaller 4,2,0.1 (32bit) from your computer? 


€) > y yo) Search 1" Folders | [33] 
D control Panel ~| lg Ka 
E 


Name + ‘Comments 
See Also È accessibility Options Adjust your comput... 


% Windows Update a Hardware = Installs and trouble... 5 y C lic k Yes to co nti nue. 


Install or remove pr... 


©) Heb and Support e ` Configure sine A window appears showing an animation of files 


A automatic Updates Set up Windows to ... 


¿Date and Tine Set the date, time, „» flying from a folder and disappearing. A task bar 


SA Display Change the appear... 


ES Customize the depl». is at the bottom showing the progress of the 
onts Add, change, and... Š 
"= Game Controles Add, remove, d removal. When the Remove process is 
Y) internet Options Configure your Inte... D . 
See Java(TM) Control P., completed, a new window appears stating that all 
da ed ani components were successfully removed. 
Mouse Customize your mo... . as . É 
EE E 6. Click the Finish button to close this window. 
iw Control Panel Configure your NVI... 
NVIDIA nview Desktop Manager Configure your NVI... 


2. Click Add or Remove Programs. 
The Add or Remove Programs utility starts. 


3. Scroll to Lantronix Devicelnstaller x.x.x.x, and 
click once to select it. 


Figure 23: Add/Remove Programs 


Eh Add or Romova Programs 


Currentty installed prograna: 


PË! dava 2 Runtime Cevirormerk, 3E v1.4,2.06 
9) LAM TTS3000 Español 
A) LOH 1153000 Portuguës (Brasi) 


W Lantronix Devicelnstoller 4.2.0.1 (32bit) 
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@ Mocromedia Creammeaver Mi 

SÉ Macromedia Extension Manager 

@ Haroneda Rast MK 

®@ macromeda Freetiaed 10 

Qe Mocromodia Freehand Mx 

BB Mcrosolt MET Framework 1.1 


Glas NET Framer 2.0 


Dz meecht Office ZUUI German User interface Pack 
Oy wescht Office 2003 Sparish User Interface Pack 


Rol OF tiem Coria 7005. 
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